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NO.  113 

113  p.  WITH  SWITCH  .  LIST  PRICE  $  1.56 

113  P.C.  WITH  SWITCH  AND  CONV.  OUTLET  "  "  1-80 

WIDTH  M"  LENGTH  7"  EXTENSION  Ui" 


NO.  112 


LIST  PRICE  $ 


2.86 
2.6N 
2.26 
2. NO 


1 12  P.C.  WITH  SWITCH  AND  CONV.  OUTLET  .. 

112  P.  WITH  SWITCH  WITHOUT  CONV.  OUTLET 

112  K.  KEYLESS  WITHOUT  CONV.  OUTLET  - 

112  K.C.  KEYLESS  WITH  CONV.  OUTLET  . 

WIDTH  -  U  6/8"  length  7"  EXTENSION  N  3/U" 

THIS  BRACKET  HAS  TYPE  *T"  RATED  SWITCH  AND  CONVENIENCE  OUTLET 
APPROVED  BY  THE  FEDERAL  HOUSING  AUTHORITY 
CAN  BE  MOUNTED  WITH  LIGHT  DOWN  -  WHEN  REQUIRED  WITH  SWITCH  - 
SPECIFY  SWITCH  ON  LEFT  SIDE. 


A/a/ 


NO.  115 

115  KEYLESS  ..  LIST  PRICE  $1.36 
I  16  P  -  PULL 

CHAIN  *  "  1.50 

BASE  DIAMETER  ^  3/U" 


T 

fW 


CHMN 


NO.  118 

118  KEYLESS  -  FOR  100  WATT  LAMP  .LIST  PRICE  $2.65 
BASE  DIAMETER  Bi"  -  OPAL  GLASS  x  8" 

FOR  PULL  SWITCH  ADD  60«!  TO  LIST  PRICE 


NO.  116 


I  16  KEYLESS  - 
DIA.  n  3/N' 
I  16  P  -  PULL 
CHAIN  - 
DIA.  N  3/i*" 


LIST  PRICE  $1.11 


ALL  FIXTURES  BULK  PACKED 

ALL  PORCELAIN  PRICED  FOR  WHITE. 
WHERE  COLORS  ARE  REQUIRED  ADD  60< 
TO  LIST  PRICE. 


1.26 


NO.  120 


./»o 
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NO.  119 


120  KEYLESS  FOR  100  WATT  -  LIST  PRICE  $  3.76 

PORCELAIN  BASE  H  3/4*  DIA. 

PLASTIC  BOWL  12"  DIA. 


119  KEYLESS  FOR  75  WATT  -  LIST  PRICE  $  3.30 

PORCELAIN  BASE  4  3/4"  DIA. 

PLASTIC  BOWL  9"  DIA. 


NO.  101 


101  KEYLESS  -  60  WATT  .  LIST  PRICE  $  3.00 

LENGTH  8"  -  BACK  DIA.  ^4" 

COPPER  PLATED  STEEL  -  BLACK  FINISH 
CLEAR  GLASS  CYLINDER 


NO.  114 


I  1^*  PULL  CHAIN  .  LIST  PRICE  $  2.  19 

I  1^  C  -  PULL  CHAIN 

WITH  CONV.  OUTLET  .  *  '  2.40 

BACK  DIA.  4  3/4"  -  OPAL  GLASS  -  60  WATT. 
FOR  KEYLESS  DEDUCT  l6«  FROM  LIST. 


...PjirAi,.  fUys 


NO.  106 
NO.  108 
NO.  110 


106  KEYLESS- I  LIGHT-60  WATT-GLASS  6"  DIA.  LIST  PRICE  $  2.70 

108  KEYLESS-2  light-60  WATT-GLASS  8"  DIA.  "  "  3.75 

1 10  KEYLESS-3  light-60  WATT-GLASS  10"  DIA.  "  "  6.00 

METAL  PLATE  -  BRONZE  OR  WHITE  ENAMEL  FINISH 

GLASS  -  OPAL 

FOR  PULL  SWITCH  ADD  60«  TO  LIST. 


a/’Ai  fL. 


The  lighting  equipment  shown  on  these  pages 
has  been  developed,  expressly,  for  low  cost  de¬ 
fense  housing  to  include  the  following  features. 

Critical  materials  have  been  kept  to 
the  absolute  minimum. 

Light  shielding  for  important  locations 
with  g I  ass  or  p I asti c. 

Low  mai ntenance  -  Force  I al n  retains  its 
finish  indefinitely. 

Easily  installed  —  Equipment  made  to 
fit  standard  outlet  boxes. 

All  lighting  equipment  for  defense 
housing  needs  from  one  source  of  supply. 


Prices  are  for  fixtures  wired  complete 
and  include  glass  or  plastic  shades. 

Ail  fixtures  have  UNION  and  UNDER- 
WRITERS  LABELS. 

AM  prices  F.O.B.  Trenton,  N.  J. 

Prices  based  on  fixtures  packed  in 
bulk. 


ErCOLITE  CORPORATION 

MANUFACTUR.ER.S  OF 


TRENTON • NJ 


